To:  Hermann,  Karl[Hermann. Karl@epa.gov];  Pierce,  Maggie[Pierce. Maggie@epa.gov] 

From:  Wieber,  John 

Sent:  Thur  8/13/2015  7:45:50  PM 

Subject:  FW:  SADIE  Deployment  - Gold  King  Mine  ER 


All, 


A new  version  a SADIE  specifically  for  the  Gold  King  ER  is  now  deployed.  This  version  is 
integrated  with  the  popups  in  the  Gold  King  Ops  viewer.  Region  6 is  still  working  on  migrating 
a Region  8 widget  that  further  integrates  SADIE  with  the  Ops  viewer. 


SADIE  - Gold  King  Mine  (the  main  project  to  use  is  Gold  King  Mine  Blowout) 
URL:  https://r8.ercIoud.org/sadie  GoldKingMine 
Passwords  for  all  projects:  Region08 


Gold  King  Ops  Viewer 

URL:  https://gis.eparm.net/GoldKingOps 
Username:  gkreoc 
Password:  Responder!  5 

I will  be  the  trainer  and  point  of  contact  for  now.  If  you  share  this  information  with  anyone  else, 
PLEASE  COPY  ME  SO  I KNOW  WHO  TO  SEND  NOTICES  TO  WHEN  CHANGES 
OCCUR. 


Home:  (303)258-7188 
Cell:  (303)  349-5577 
Work:  (303)312-6118 
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John  Wieber 


U.S.  Environmental  Protection  Agency 

Region  8 GIS  Coordinator 

Acting  EPR  Data  Systems  Unit  Chief 

1595  Wynkoop  Street 

Denver,  CO  80202 

Office:  (303)  312-6118 

Mobile:  (303)  349-5577 

Email:  wieber.iohn@epa.gov 
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